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3.127 ( d ) REPEAT NCI 

FACILITIES, OUTDOOR. 

«Perimeter fence. On or after May 17, 2000, all outdoor housing facilities (i.e., facilities not entirely indoors) must be 
enclosed by a perimeter fence that is of sufficient height to keep animals and unauthorized persons out....» 

During an inspection of the facility's perimeter fence,behind the area housing the Red River Hogs there was a large gap in 
the chainlink fencing measuring approximately 3 feet high from the ground and up to approximately 1 foot wide at its widest 
point. This gap is apparently large enough for a person or animal to pass through from either side of the fence. 

This is a repeat noncompliant item, previously cited during the inspection performed on 7/14/04, which had a correction date 
of 8/24/04. 


All previously identified noncompliances have been corrected. 
Accompanied on inspection by the Curator of Large Mammals. 
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